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Message Text 

UNCLASSIFIED 

PAGE 01 CAIRO 07142 281750Z 
ACTION HEW-06 

INFO OCT-01 NEA-10 ISO-OO ABF-01 FSE-00 OES-06 /024 W 

290558Z 032284/21 

R 28 1 204Z APR 77 
FM AMEMBASSY CAIRO 
TO SECSTATE WASHDC 4409 

UNCLAS CAIRO 7142 

PASS HEW/PHS 

E.O. 11652: N/A 
TAGS: TBIO, EG, OSCI 

SUB J : SFCP OPHTHALMOLOGY RESEARCH PROPOSAL - DR. ZEIHAB 
H. SHERIF 

REF: C. DAWSON/SHERIF LETTERS FEB./MARCH 1977 

1 . DR. SHERIF, MEMORIAL INSTITUTE FOR OPTHALMIC RESEARCHGN 
GIZA, CAIRO HAS INQUIRED AS TO THE IDENTITY OF A PROJECT 
OFFICER LHO WOULD BE INTERESTED IN COLLABORATING IN THE 
OPHTHALMIC DIAGNOSTIC STUDIES DESCRIBED IN HER FEB. 2, 1977 LETTER 
TO DR. CHANDLER DAWSON, UNIV. OF CALIFORNIA, SAN FRANCISCO. 

DR. DAWSON S REPLY OF MARCH 18, 1977 SUGGESTED DRS. H.BRUCE OSTLER 
OF THE FRANCIS I. PROCTOR FOUNDATION, & DR. ISSO HOSHIWARA 
OF THE USPHS INDIAN HEALTH SERVICE AS POSSIBILITIES. DR. 

DAWSON'S LETTER WAS COPIED TO DRS. OSTLER & HOSHIWARA. 

DR. SHERIF IS NOW PREPARING A PROPOSAL. 

2. PLEASE ADVISE NAME OF SUGGESTED PROJECT OFFICER. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: SCIENTIFIC COOPERATION 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 28-Apr-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977CAIRO07142 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 49-1 058 
Format: TEL 
From: CAIRO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 977/newtext/tl 977041 1/aaaaaiqt. tel 

Line Count: 44 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: cd2d3e9c-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION HEW 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 09-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2670741 
Secure: OPEN 
Status: NATIVE 

Subject: SFCP OPHTHALMOLOGY RESEARCH PROPOSAL - DR. ZEIHAB H. SHERIF 
TAGS: TBIO, OSCI, EG, (SHERIF, ZEIHAB H) 

To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/cd2d3e9c-c288-dd1 1-92da-001cc4696bcc 
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